State of Illinois 

Notice of Public Meeting 
Plumbing Code Advisory Council 
Subcommittees Meetings 

Grease & Gas/Oil Separation 
February 22, 2019 at 10:00 a.m. 


AGENDA 

Welcome 
Public Comment 

Discussion Items 

• Maintenance 

• Materials/Design 

• Sizes & Locations 

• When required 

• Future use 

• Buoyant Forces/lnstallation 

Adjourn 

Meeting location: Illinois Department of Natural Resources 

IDPH Training Room- Lower Level 
Illinois State Fairgrounds, Gate 7 
One Natural Resources Way 
Springfield, IL 62702 

Interested persons should contact Brian Cox, Plumbing & Water Quality Program Manager at 217-524-0791. 









